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ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-08 /019 R 


DRAFTED BY COM/OED/MEPD/IPHILBRICK/LW 
APPROVED BY EB/OCA/CM/JIREILLY 
COM/OED/MEPD/LENGLESON 
COM/OED/MEPD/SMCONGER, DIR. 
STATE/ARA/NCAVSERGEANT (INFO) 
COM/OIM/FKAYSER (INFO) 

072685 211313Z/15 

P 210938Z MAY 78 

FM SECSTATE WASHDC 

TO AMEMBASSY CARACAS PRIORITY 


LIMITED OFFICIAL USE STATE 128520 

E.O. 11652: N/A 
TAGS: BENC, VE 

SUBJECT: MAJOR PROJECT: HOSPITAL CVG: CIUDAD GUAYANA 

REF: CARACAS 4245 

1 . MAJOR EXPORT PROJECTS DIVISION USDOC WAS CONTACTED BY 
DOMM PRODUCTS OF CLEVELAND REGARDING SUBJECT PROJECT. 
DOMM WAS A LARGE SUBCONTRACTOR IN THE FIRST BID FOR THIS 
PROJECT. PROVIDING WALL PARTITIONS AND CEILING SYSTEMS. 

DOMM HAS HEARD RUMOR THAT A NEW VENEZUELAN LAW PROHIBITS 
IMPORTATION OF WALL PARTITIONS. REQUEST EMBASSY ASCERTAIN 
WHETHER THIS IS TRUE, AND IF SO, DETERMINE WHETHER RULING 
IS UNIVERSAL OR WHETHER EXCEPTIONS CAN BE MADE FOR SOME 
TYPES OF PROJECTS. DOMM POINTS OUT THAT THE TYPE OF 

PARTITIONS NEEDED FOR THIS HOSPITAL ARE VERY SOPHISTICATED 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 128520 

AND BELIEVES AN EXCEPTION COULD BE JUSTIFIED. REQUEST 
EMBASSY PRIORITY RESPONSE. VANCE 
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